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Mint of the Cited States at Dbiladelpha, 
MELTING AND REFINING DEPARTMENT, 
Philadelphia, we (yarch ie 2. 
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Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

March 4, 1882 


Sir, 


I regret to report that the Coal received this morning is so intolerably bad that we can 
with difficulty melt the Gold, and then with a waste of fuel. 


Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden 
Superintendent. 


